










General Agents for the “Finch Wood Preservative Go” 
GEO. F. FORNEY. | 
BEAMS AN * 
Boiler ot HANNELS FORN EY &K IN I CH O LS, 
Paes oaae Civil and Mechanical Engineers and Contractors, 


Cast Iron, 
Vitrified and 
Terra Cotta Pipe. 
CHAIN AND 
LEATHER BELTING. 
Coke Forks, Barrows 
and Larrys. 
Cordage, 
Manilla, 
Hemp, etc. 
ELECTRICAL SUPPLIE 
TELEPHONES, Eto. 


Blackburn Improved 
Insulators, 
ELEVATORS, BUCKETS 

: & ENGINES. 
Fire Brick and Clay. 
GAS AND 
STEAM FITTINGS. 
Gas Fixtures. 

Gas Well Supplies. 
Glass. 
GENERAL HARDWARE. 

IRON & STEEL BAR, 
MERCHANT & GREY. 
Lead and Iron Pipe 
Lamps—all kinds. 

MACHINERY. 
Lathes and Machinists’ 
Tools. 
STEEL AND IRON 
CASTINGS. 
Nails—Cut and Wire. 
OILS. 

Machinery, 

Lubricants, 
Illuminating, 
and Greases. 


PACKING. 
Metallic, Piston, etc. 
~ Plumbers’ Supplies, 


RAILWAY EQUIPMENT. 
Rails; Street, Heavy and 
Light T Fastenings. 


ROLLS, 
Hardened, Cast Steel and 
Jewelers’. 
Rubber Stamps, 
Shafting, Pulleys, ete. 
Steam Guages of every 
description. 
Ornamental and Building 
Brick. 

Wire Goods, all kinds. 
FROGS, SWITCHES, 
CROSSINGS AND 
CURVED RAILS 
FOR RAIL- 

ROAD 
WORK. 
BRICKS, TERRA COTTA, 
SAND & LIME-STONE 
CLEANED AND 
PRESERVED. 
FORSTER’S HIGH AND 

LOW GRADE STEEL. 
Crucibles, 
Stationary Engines. 
&e., &e, 


1420 CHESTNUT STREET, 
Room 8, 
Psilecdelfpthéa, Fs... MPRY2 UW 01 89 
SRD. EUGENE TOWNSEND 
Sup t, U.S.Mint. 
Dear Sir: 


RG104 E-1 Box 189 





DEALERS IN GENERAL SUPPLIES, 

















I wi very #axious to know the result of tne test 


mede from " DAMASCUS" steel for the " cutters" , I feel sure 


they snould have given perfect satisfaction & 1 willbe plead 


to know the result: If it meets your approval I can have a 





sample "cutter" made & sent in for the test , 

The Damascus steel is the finest grade of steél thet I 
ever saw & I am sure its use in the Mint will save money & 
considerable labor. 

Thanking you for your kindnesses of the past 

lam Sir 


Yours Truly 


€z 


a C4 
A VERDE 
oi 


( GPP. ) 





NARA RG104, Entry 1, Box 189 


General Agents for the “Finch Wood Preservative Co.” 
Forney & Nichols, 

Civil and Mechanical Engineers and Contractors, 
Philadelphia, Pa. 

March 12, 1895 


Dr. Eugene Townsend, 
Supt. U.S. Mint. 


Dear Sir: 


I am very anxious to know the result of the test made from “DAMASCUS” steel for the 
“cutters”, I feel sure they should have given perfect satisfaction & I will be glad to know the 
result: If it meets your approval I can have a sample “cutter” made & sent in for the test, 


The Damascus steel is the finest grade of steel that I ever saw & I am sure its use in the 
Mint will save money & considerable labor. 


Thanking you for your kindness of the past 
I am Sir 

Yours Truly 

Geo. F. Forney 


